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rates, other sedative-hypnotics and their me- 
tabolites in urine integrated in a general 
MS 


HPLC method for the determination of poly- 


Value of breath hydrogen test in detection of 

hypolactasia in patients with chronic diar- 

thoea 102 
4-(Bromometry])-7-methoxycoumarin 

HPLC with chemiluminescence detection of 

serum levels of pre-column derivatized fluoro- 

pyrimidine compounds 57 


Determination of camptothecin in biological 
fluids using reversed-phase HPLC with fluo- 
rescence detection 367 

Catecholamines 
Fully automated HPLC assay for the analysis 
of free catecholamines in urine 11 

5-Chlorouracil 
HPLC with chemiluminescence detection of 
serum levels of pre-column derivatized fluoro- 
pyrimidine compounds 57 

Ciprofloxacin 
Simultaneous HPLC determination of cipro- 
floxacin, fenbufen and felbnac in rat plas- 


roplatinum(I1) (cisplatin) as the o-phenylene- 


diamine complex 219 
Polyacrylamide gel electrophoresis and immu- 
noblotting of native collagen molecules using 
the Phast system. Application to type XI col- 
lagen 432 

Creatinine 
Simultaneous determination of vanillylman- 
delic acid, homovanillic acid and creatinine in 
urine by reversed-phase ion-pair chromato- 
graphy 418 

7-Dehydrocholesterol 
Determination of 7-dehydrocholesterol in hu- 
man skin by HPLC 19 


Benzola|pyrene 
tions 337 
Breath hydrogen test 
Camptothecin 
ma 186 
Cisplatin 
HPLC determination of cis-diamminedichlo- 


7-Deoxydoxorubicin aglycone 
HPLC of iodo-doxorubicin and fluorescent 
metabolites in plasma samples 192 
7-Deoxydoxorubicinol aglycone 
HPLC of iodo-doxorubicin and fluorescent 
metabolites in plasma samples 192 
Detomidine 
Determination of detomidine residues in horse 
meat by negative-ion chemical ionization 
MS 137 
cis-Di inedichloroplatinum(I1) 
HPLC determination of cis-diamminedichlo- 
roplatinum(II) (cisplatin) as the o-phenylene- 
diamine comples 219 
Dibenz{ajJacridine 
HPLC method for the determination of poly- 
cyclic hydrocarbon metabolite  distribu- 
tions 337 
1,4-Diethenylbenzene 
Biotransformation of diethenylbenzenes. II. 
Metabolic pattern of 1,4-diethenylben- 
zene 283 
Diethenylbenzenes 
Biotransformation of diethenylbenzenes. II. 
Metabolic pattern of  1,4-diethenylben- 
zene 283 
4-methylcoumarin 
HPLC with chemil detection of 
serum levels of pre-column derivatized fluoro- 


HPLC of the metabolites of nitrendipine and 
investigation into the metaolic pathway of this 
dihydropyridine 206 
3,4-Dihydroxyphenyl-t-alanine 
Simple automated HPLC column-switching 
technique for the measurement of dopa and 
3-O-methyldopa in plasma 253 
Dilevalol 
HPLC assay of dilevalol, a 
blocker, in rat a human plasma 458 
N-Dimethylglycine 
GC assay for N,N-dimethylglycine in 
urine 227 
DOPA 
Simple automated HPLC column-switching 
technique for the measurement of dopa and 
3-O-methyldopa in plasma 253 
Dopamine 
Fully automated HPLC assay for the analysis 
of free catecholamines in urine 11 
Doxorubicin aglycone 
HPLC of iodo-doxorubicin and fluorescent 
metabolites in plasma samples 192 
Doxorubicinol aglycone 
HPLC of iodo-doxorubicin and fluorescent 
metabolites in plasma samples 192 


B-Endorphin 
Proenkephalin A and 
peptides in human cerebrosphinal fluid 235 
Endotoxins 
Removal of endotoxins using macroporous 
spherical poly(y-methyl L-glutamate) beads 
and their derivatives 148 
HPLC procedure for the determination of se- 
rum prolidase activity 116 


Assay of y-glutamylcysteine synthetase and 
glutathione synthetase in erythrocytes by 
HPLC with fluorimetric detection 122 


Simple fractionation of phospholipase A, 
129 


analogues from snake venom by HPLC 


Selective elution of soluble rat liver gluta- 
thione transferases from a glutathione-Sepha- 
rose affinity column 263 

Epinephrine 
Fully automated HPLC assay for the analysis 
of free catecholamines in urine 11 

Felbinac 
Simultaneous HPLC determination of cipro- 
floxacin, fenbufen and felbinac in rat plas- 
ma 186 

Fenbufen 
Simultaneous HPLC determination of cipro- 
floxacin, fenbufen and felbinac in rat plas- 
ma 186 

FK-506 
Determination of a novel potent immunosup- 
pressant (FK-506) in rat serum and lymph by 
HPLC with chemiluminescence detec- 
tion 212 

Flumazenil 
HPLC assay to determine midazolam and flu- 
mazenil simultaneously in human _plas- 
ma 177 

Flumequine 
Simple and rapid method for the determina- 
tion of flumequine and oxolinic acid in salmon 
(Salmo salar) plasma by HPLC and fluores- 
cence detection 452 

5-Fluoro-5'-deoxyuridine 
HPLC with chemiluminescence detection of 
serum levels of pre-column derivatized fluoro- 
pyrimidine compounds 57 

Fluoropyrimidines 
HPLC with chemiluminescence detection of 
serum levels of pre-column derivatized fluoro- 
pyrimidine compounds 57 

5-Fluorouracil 
HPLC with chemiluminescence detection of 
serum levels of pre-column derivatized fluoro- 
pyrimidine compounds 57 
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5-Fluorouridine 
HPLC with chemiluminescence detection of 
serum levels of pre-column derivatized fluoro- 
pyrimidine compounds 57 
Ftorafur 
HPLC with chemiluminescence detection of 
serum levels of pre-column derivatized fluoro- 
pyrimidine compounds 57 
y-Glutamylcysteine sythetase 
Assay of )-glutamyleysteine synthetase and 
glutathione synthetase in erythrocytes by 
HPLC with fluorimetric detection 122 
Glutathione synthetase 
Assay of y-glutamylcysteine synthetase and 
glutathione synthetase in erythrocytes by 
HPLC with fluorimetric detection 122 
Glutathione transferases 
Selective elution of soluble rat liver gluta- 
thione transferases from a glutathione-Sepha- 
rose affinity column 263 
Glycyrrhetic acid 
Determination of glycyrrhetic acid in human 
serum by HPLC with UV dectection 447 
Hexadecane 
Use of radio-GC and tritium label to optimize 
derivatization procedures | 
Hirudins 
Isolation and purification of novel hirudins 
from the leech Hirudinaria manillensis by 
HPLC 273 
HMGI 
Efficient large-scale purification of non-his- 
tone chromosomal proteins HMGI and 
HMG2 using Polybuffer-exchanger 
PBE94 
HMG2 
Efficient large-scale purification of non-his- 
tone chromosomal proteins HMGI and 
HMG2 using Polybuffer-exchanger 
PBE94 39 
Homovanillic acid 
Simultaneous determination of vanillylman- 
delic acid, homovanillic acid and creatinine in 


Value of breath hydrogen test in detection of 
hypolactasia in patients with chronic diar- 
thoea 102 

6-Hydroxyphenprocoumon 
Analysis of phenprocoumon, and its hydroxy- 
lated and conjugated metabolites in human 
urine by HPLC after solid-phase extrac- 
tion 347 

lodo-doxorubicin 
HPLC of iodo-doxorubicin and fluorescent 
metabolites in plasma samples 192 


lodo-doxorubicinol 
HPLC of iodo-doxorubicin and fluorescent 
metabolites in plasma samples 192 
6-Keto-prostaglandin F ,, 
Use of radio-GC and tritium label to optimize 
derivatization procedures | 
Kynurenic acid 
Quantification of kynurenic acid in cerebro- 
spinal fluid: effects of systemic and central 
L-kynurenine administration 108 
L-Kynurenine 
Quantification of kynurenic acid in cerebro- 
spinal fluid: effects of systemic and central 
L-kynurenine administration 108 
Labetolol 
HPLC assay of dilevalol, a f-adrenoceptor 
blocker, in rat and human plasma 458 
Lipids 
Some limitations of plasma lipid analysis in 
clinical research by TLC with flame ionization 
detection 424 
en 
HPLC determination of loxoprofen and its 
diastereomeric alcohol metabolites in biolog- 
ical fluids by fluorescence labelling with 4-bro- 
momethyl-6,7-methylenedioxycoumarin 387 
Melatonin 
Concurrent on-line sampling of melatonin in 
pineal microdialysates from conscious rat and 
its analysis by HPLC with electrochemical de- 
tection 47 
Methamphetamine 
HPLC-chemiluminescence determination of 
methamphetamine in human serum using N- 
(4-aminobutyl)-N-ethylisoluminol as a chem- 
iluminogen 154 
Methionine 
HPLC of rat and mouse islet polypeptides: 
potential risk of oxidation of methionine re- 
sidues during sample preparation 29 
Methionine enkephalin 
Proenkephalin A and proopiomelanocortin 
peptides in human cererospinal fluid 235 
7-Methylbenz{cjacridine 
HPLC method for the determination of poly- 
tions 337 
3-O-Methyldopa 
Simple automated HPLC column-switching 
technique for the measurement of dopa and 
3-O-methyldopa in plasma 253 
Methylphenidate 
Enantioselective GC assay with electron-cap- 
ture detection for di-ritalinic acid in plas- 
ma 327 
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Analysis of metoprolol enantiomers in human 
serum by LC on a cellulose-based chiral sta- 


mazenil simultaneously in human _plas- 
ma 177 


Proenkephalin A and 
peptides in human cerebrospinal fluid 235 

Nicardipine 
Simultaneous microdetermination of nicardi- 
pine and its pyridine metabolite in body fluids 
by capillary column GC with electron-capture 
detection 438 

Nicardipine 
HPLC method for the measurement of nicar- 
dipine in plasma or serum 463 

Nicardipine, pyridine metabolite 
Simultaneous microdetermination of nicardi- 
pine and its pyridine metabolite in body fluids 
by capillary column GC with electron-capture 
detection 438 

Nitrendipine 
HPLC of the metabolites of nitrendipine and 
investigation into the metabolic pathways of 
this dihydropyridine 206 

Norepinephrine 
Fully automated HPLC assay for the analysis 
of free catecholamines in urine 11 

Oxatomide 
Rapid determination of serum oxatomide lev- 
els with on-line precolumn solid-phase extrac- 
tion 469 
Analysis of oxolinic acid in fish by HPLC 75 
Simple and rapid method for the determina- 
tion of flumequine and oxolinic acid in salmon 
(Salmo salar) plasma by HPLC and fluores- 
cence detection 452 

Oxypurinol 
Simultaneous determination of allopurinol 
and oxypurinol by LC using immobilized xan- 
thine oxidase with electrochemical detec- 
tion 65 

Paracetamol 
Liquid—liquid extraction and analysis of para- 
cetamol (acetaminophen) and its major me- 
tabolites in biological fluids by reversed-phase 
ion-pair chromatography 222 


Paracetamol glucuronide 
Liquid—liquid extraction and analysis of para- 
cetamol (acetaminophen) and its major me- 
tabolites in biological fluids by reversed-phase 
ion-pair chromatography 222 

Paracetamol sulphate 
Liquid—liquid extraction and analysis of para- 
cetamol (acetaminophen) and its major me- 
tabolites in biological fluids by reversed-phase 
ion-pair chromatography 222 

Pentazocine 
HPLC determination of pentazocine in plas- 
ma 200 


HPLC of rat and mouse islet polypeptides: 
potential risk of oxidation of methionine res- 
idues during sample preparation 29 


Proenkephalin A and 
peptides in human cerebrospinal fluid 
Phenprocoumon 
Analysis of phenprocoumon and its hydroxy- 
lated and conjugated metabolites in human 
urine by HPLC after solid-phase extrac- 
tion 347 
Phenylbutazone 
Improved stability of phenylbutazone for its 
determination by LC 160 
Phospholipase A, 
Simple fractionation of phospholipase A, 
analogues from snake venom by HPLC 129 
Polycyclic hydrocarbons 
HPLC method for the determination of poly- 
cyclic hydrocarbon metabolite  distribu- 
tions 337 
Poly(y-methyl L-glutamate) 
Removal of endotoxins using macroporous 
spherical poly(y-methyl L-glutamate) beads 
and their derivatives 148 
Polypeptides 
HPLC of rat and mouse islet polypeptides: 
potential risk of oxidation of methionine res- 
idues during sample preparation 29 
Proenkephalin A 
Proenkephalin A and 
peptides in human cerebrospinal fluid 235 
Prolidase 
HPLC procedure for the determination of se- 
rum prolidase activity 116 
Proenkephalin A and 
peptides in human peer fluid 235 
Prostaglandins 
Use of radio-GC and tritium label to optimize 
derivatization procedures | 
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Metoprolol 
Mexiletine 
HPLC of mexiletine in plasma 164 
Midazolam 
HPLC assay to determine midazolam and flu- 
Peptides 
Peptides 


Proteins 
Efficient large-scale purification of non-his- 
tone chromosomal proteins HMGI and 
HMG2 by using Polybuffer-exchanger 
PBE94 39 

Radio-gas chromatography 
Use of radio-GC and tritium label to optimize 
derivatization procedures | 
Enantioselective GC assay with electron-cap- 
ture detection for dl-ritalinic acid in plas- 
ma 327 

Sedative-hypnotics 
Identification and differentiation of barbitu- 
rates, other sedative-hypnotics and their me- 
tabolites in urine integrated in a qua 
screening procedure using computerized GC 
MS 307 

Steroids 
Determination of 7-dehydrocholesterol in hu- 
man skin by HPLC 19 

Tacrine 
HPLC for the determination of tacrine and its 
metabolites in plasma 170 


Triti 
Use of radio-GC and tritium label to optimize 
derivatization procedures | 

Vanillylmandelic acid 
Simultaneous determination of vanillyiman- 
delic acid, homovanillic acid and creatinine in 


thine oxidase with electrochemical detec- 
tion 65 
en 
Determination of ximoprofen and its metabo- 
lites in human urine by HPLC with UV absor- 
bance detection 377 
Zidovudine 
Simple and rapid assay for zidovudine and zi- 
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Xanthine oxidase reactor 
Simultaneous determination of allopurinol 
HPLC 474 
Zidovudine glucuronide 
Simple and rapid assay for zidovudine and zi- 
dovudine glucuronide in plasma _ using 
HPLC 474 


